After leveling the shot coal Yazzie proceeded to Ramp C and
began working at that location.  At about 11:30 p.m. Yazzie,
Moreo and Ralph Charlie (shooter/blaster) were located near the
bottom of Ramp C.  They were preparing to set off a coal shot on
the Blue coal seam.  Yazzie's dozer, parked on the ramp, was used
as protection from the blast.  After a delay the shot was set off
Moreo found no misfires and he left the coal bench.  While he was
leaving the pit Moreo passed Yazzie who was starting to tram his
dozer from Ramp C through the pit to the carry-all bus at Ramp E.
Moreo continued out of the pit and stopped for a few minutes to
talk to the coal loader operators.  He then proceeded to Ramp E.
After arriving at Ramp E, Moreo became concerned because he could
not find Yazzie. Moreo then drove to the coal face on the Blue
seam and, after a brief inspection, he observed Yazzie's upset
dozer in the keyway near Ramp C. (Tr. 13; Exhibit Pi).  Moreo,
who was also an Emergency Medical Technician, and others could
not revive the unconscious Yazzie (Exhibit Pi).

The keyway, or ditch, was an area excavated by the dragline
along the seam coal bench.  It was 31 feet to the bottom of the
keyway.  At the time of the accident the keyway extended from
Ramp C approximately 600 feet toward Ramp E.

The inspector's investigation further established that,
after leaving Ramp C, Yazzie's dozer traveled in a path at a
slight angle away from the keyway.  After traveling approximately
75 feet Yazzie changed directions and went toward the keyway.  He
made another slight correction when 40 feet from it but he
continued in the general direction of the keyway.  After the
second change in direction he traveled approximately 35 feet
before toppling off the coal bench into the keyway.  At that
point his dozer was at the edge of the coal shot (Exhibit Pi).

The dozer tread marks for the final 35 feet indicate the
dozer was still tramming forward at the time of the accident.  It
appeared that the outer edge of the coal bench collapsed under
the dozer, causing it to roll sideways off of the bench (Exhibit

PI) .

The dozer fell about  31 feet,   impacting  the  top edge  of  the
rollover protective structure.    Yazzie remained  inside  the
operator's cab;  however,   it appeared  he was  not wearing  the  seat
belt  that was provided   (Exhibit  Pi).

After  the coal  shot and before  this  accident occurred  the
dragline  had  resumed  operations.     While  digging,   the  dragline's
lights  illuminated the pit and accident area;   however,   as  the
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